BENN’S ENCYCLOPEDIA, 1951 435 


PREMIER TOOLS 







SASH CRAMP 
Id” x f’and IL” x =” 


Section Bars P at naan fee r 


SASH CRAMP HEAD 


for use on Wooden Bar as shown 


ENGINEERS’ VICES 


in a range of sizes 23” to 6” 
width of jaw 


Manufactured by: 


THE PREMIER TOOL CO. 


LORD STREET, WOLVERHAMPTON, ENGLAND 


